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BILL NO. S-77-02- 


0 ? 




SPECIAL ORDINANCE NO. S- 


AN ORDINANCE approving Change Order 
No. 1 in connection with Resolution 
No. 117-76. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. That Change Order No. 1 to T & F Construction 
in connection with Wallace Street Resolution No. 117-76 in the 
amount of $1,997.91, as set out in the specifications, is hereby 
in all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 





AW'RWEOASTOFORM 
AND LEGALITY 










Read the first time in full and on motion by 




j seconded by 


and duly adopted, read the second time by title and referred 

to the Committee on __ 


(HiTgn:hB~eit‘y--i^lan-J lommis sion for 


recomnTendariOl0'*’aCTT^ubIicTliaHngTo'‘TFTiera~'Hfl:Br-dia:e-4e^J™aQtiee, at the Council 

the day 


Chambers, City-County Building, Fort 
of 



DATE: , 

Read the third time in Ml and on motion by 

seconded by _, and duly adopted, placed on its passage. 

PASSED by the following vote: 

NAYS ABSTAINED ABSENT TO-WIT: 


TOTAL VOTES 


AYES 

m 


NUCKOLS 
SCHMIDT, D. 

SCHIMDT, V. 

STIER 

TALARICO 


DATE: 






////^ 






CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 

as (Z0NING-4M:P^-f^NETb^i3:t-fV4^ f SPECIAL) C AFPft©PRl 7 «™) 

ORDINANCE Cthe of 197/. 

ATTEST: f SEAL) ^ 

V' . 

CITY CLERK PMSIDING OFFICER 


day of 


Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the^^^^^ 
, 197/, at the hour ofclock ^ M.,E,S.T. 


CITY CLERK 


Approved and signed by me this ,.^.3 d ay of Vi i ^ (1 a )l ^ H 
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Bill No. 


S-77-02-09 


We» your Committee on 


REPORT OF THE COMIITTEE ON PUBLIC WORKS _ 

PUBLIC WORKS _ . to whom was referred an Ordinance 


approving Change Order No. 1 in connection with Resolution No. 117-76 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 




WINFIELD C. MOSES, JR. - CHAIRMAN 

DONALD J. SCHMIDT 

VIVIAN G. SCHMIDT 

PAUL M. BURNS 



MADE ^ MATTER OF RECORD 
PATE^".^ ^ "(?iARLES VV. CITY CLERi: 


SAMUEL TALARI CO 











































' CILVIvGE ORDER ' 

Cliange Order No. 1 ___ 

Project No. 

Name of Projec t 'WLLA'CEr^TREET~ 

To: T & F CONSTRUCTION _ . ____ 

(Contractor) 

Gentlemen: 


Resol.ution No. 117-76 
Board Order No. 58-76 ~ 

Dat e 1-21-77 _ 


You are hereby requested to comply with the following changes from the contract plans 
and specifications; 


Item 


Description of Change 


Change in Contract Price 

No. 

Quantity 

Description 

Unit Price 

Decrease 

Increase 

1 

10 

set concrete pole 35' 

. 45.00 


450.00 

2 

10 

install 400 w. H.P.S. luminairj 

! 15.00 


150.00 

3 

10 

install 6' mast arm on pole 

10.00 


100.00 

4 . 

32' 

3/c #4 underground cable in tre 

inch .30 


9.60 

5 

99' 

trenching 

.60 

I 59.40 


6 

221' 

1 1/2" conduit pushed or bored 

3.30 


729.30 

7 

1 

riser 

35.00 


35.00 

9 

99' 

Landscaping 

.15 

14.85 


10 

10 

removal - 28' concrete poles 

. 30.39 


303..90 

11 

10 

removal - 6' mast arm 

21.17 


211.70 

12 

1 

Install - 35' wood pole 

55.35 


55.35 i 

13 

1 

Install - duplex ( one .span) 

27.31 


27.31 j 













Total Decrease 

Total Increase 

Net (D^x?/e(g4^) (Increase) Contract Price 

74.25 



2,072.16 


$1,997.91 


The sum of $ 1997.91 __ is hereby (added to) the total contract price 

and the final contract price shall be adjusted as fellows: 

Original Contract Price $6597.00, 

Current Contract Price Adjusted by Previous Change Order $ ~ ■ 

New Contract Price Including This Change Order $8,594.91 


The time provided for completion In the contract for this project Is (unchanged) 

by -0- calendar days due to this Change Order. The date for completion 

of all work shall be unchanged _. Furthermore, this document shall become an 

amendment to the contract and all provisions ot the contract shall apply hereto. 

Street Liahting 

'WJ ///// 


Recommended by: 
Accepted by: 
Approved by: 
Approvi 



Dat e January 21, 1977 


Dat e <Z/. /9r::^ 


Engineer) 

_ (Oi-mer) 


Date__ s/a^. 


January 24, 1977 


t'eonard M. Weinraub, President 
FORT WAYNE REDEVELOPMENT COMMISSION 










(C lerk ) Date__ 
























































Change Order No. 

1 

Resolution No. 

117-76 

Board Order No. 

48-76 


REQUEST AND JUSTIFICATION FOR CHANGE 


. . ^ Item nos. 1, 2, 3, 10 and 11: overrun due to 

1. Necessity for change: -Luem nos. , , ____ 

changing pole size to obtain proper mounting height. 


Item no. 

4 : 

increase due to 

the adding of one (1) power 

source. 


Item no. 

5: 

decrease due to 

the increase of item #6. 



Item no. 

6: 

; increase due to 

new curb walk being installed at south 

end 

of Wallace 

with no conduit installed. Curb walk not in 

plans. 


Item no. 

7; 

: increase due to 

an additional power source 

required to 

split 

the load. 

Item no. 

9 

: decrease due to 

decrease in trenching. 



Item no. 

12 and 13: increase due to same.as no. 7. 




2. Will proposed change alter size of the project? Yes_ 


If yes, explain 


3. Affect on operation and maintenance cost of this project: 
none 



Construction Engineer 







































ORDER = _ . — 

RESOLUTION - // 7 ~~ V& _ Source _ ATount 

PROJECT DESCRIPTION: VJ/iLLACa. 3T A. _ __ 

_B. ___ 

_C, _ ‘__ 

CONTRACTOR; TTb^ CO/U^T, _ D._ 



ENGR. EST. 

BID 

ACTUAL 

MATERIAL: 



/<i) .^^7.97 

LABOR: 

7. 7y^,‘30 


^7, S97.?/ 

ADVERTISING COST: 

A/0. o(> 


A/o do 

ENGR. & INSP.: 

Sf n/l.OO 

. 

/ 77753 

TOTAL: 

aa, aaa.ao 

077.^0 

- 777,, 


Change Orders:- Increase-Decrease 
=1 _ 

EST. TOTAL PROJECT COST: Si / 077.S^ =2 

m mr T~rr - 


EST. LESS: 

^/, 077.?'^ 

=3 

EST. EQUALS: City's Share: 

o — 

=4 


TOTALS: 


COKlT>iA,cT ^ 4 /. 077»^0 

co^r ?7^, 3^ 

/ 0*7, uajob^ 


T 


TOTAL PROJECT COST: 
LESS: A^se^srent 
EQUALS: '-OT 


973.?a' 


\ssessrent Roll Cost: 
JRBpE.KjBiLoAAi^'f 


&0, 97^, 


PAYMENTS: _ C0NTPJ\CT0R CONSULTANT CITY UTILITIES _ OTHERS 

1 . __ 

2 ._ , 

3. __ 

4. ___ , _ 

5. _;_ 

6. __f___ 

7. __ 

8 . _ 

9._ 

10._I _ 


P AYMENTS TOTAL: _ 

GRAND TOTAL PAYMENTS: 

OVER: REMARKS; 








































































in r .1 - special ordinance - change order no. i of t & f construction co. on st 

1 1 iLl- Ji U.vL . . .'.L--- light i ng KESO CT no. 117-7 6 

pr-nuQsy|;'jf^ npJ)in,Ai'jCf^ board of public wdrks 

77-0-O? - 

S'l^lOPSIS OF ORDIOANCF chanct: order no. i of t & f construction co. in amount of $199 7.9i 

ON STREET LIGHTING RESOL. NO. 117-76 WHICH PROVIDES FOR ADDITIONAL PCWER SOURCES, COND UIT 

ND CHANGING POLE SIZE TO OBTAIN PROPER MOUNTING HEIGHT. 

(SEE ATTACHED EXPLANATION) 

THIS WAS APPROVED BY REDEVELOPMENT COMMISSION AND BRINGS TOTAL CONTRACT PRICE INCLUDING 

THE CHAN^ ORDER TO $8594.91. 


EFFECT OF PASSAGE lighting 


QP ^|Q’|-P/\SS,AGF TNAB TT.T TY to PAY CONTRACTOR FOR VJORK FOUND TO 
PROPERLY LIGHT WALLACE STREET. 


FD'IEY INVOLVED (Direct costs, Expemditures, Savings) cost to city of $1997.91 .to m 

PAID BY REDEVELOPMENT COyiMISSION. 


ASSIGNED TO CaTHTTEE 



































